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Viper 

General  Description 

Viper  is  an  advanced  miniaturised  digital  camcorder  specially  developed  for  military  and  police  intelligence  surveillance  gath- 
ering applications.  Viper  supports  image,  video  capturing  and  storage,  as  well  as  real-time  video  transmission  over  a wireless 
LAN  communication  link.  Its  high  reliability,  excellent  performance  and  flexibility  in  operation  modes  makes  VIPER  a power- 
ful tool  for  multiple  applications.  VIPER  OEM  offers  full  flexibility  to  clients  who  wish  to  conceal  the  device  in  various  fixed 
or  portable  objects.  Compact  in  size  with  low  energy  consumption,  VIPER  OEM  is  supplied  with  a changing  megapixel  kit  to 
suit  your  requirements. 
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Viper 


Technical  Specifications 

Wireless  Communication 

Camera 

Wireless  Lan  802.11  b/g 

CMOSsensor  with  1/2.7”  optical  format 

Frequency  Band:  2.4GHz 

Resolution:  UXGA  with  1648  x 1225  active  pixels 

TX  Power:  up  to  lOOmW 

Sensitivity:  3 V-Luz/Sec  (F#2.4) 

Transmission  Method:  2-Way  Communication 

Field  of  View:  62°  Diagonal  (50°  Horiz,  37°  Vert) 

Encoding:  WAP 

Effective  Local  length:  6.07mm,  fixed  focus 

MAC  ID  Filter 

Built-in  security  using  a link  key 

IR  Filter  Included 

Link  key  prevents  unauthorized  access 

Image  Capturing 

First  Image  capturing  delay  from  event:  350mSec* 

Storage  of  up  to  4000  Images:  based  on  1 GB  SD  card 

Battery 

Compression 

Rechargeable  Lithium-Ion  battery 

JPEG 

Voltage:  3.7v 

Quality:  3 levels  (Hi,  Mid,  Low) 

Capacity:  570mAh 

MJPEG 

Up  to  30  days  in  standby 

Quality:  3 levels  (Hi,  Mid,  Low) 

Up  to  4000  Images 

Programmable  Frame  Rate 

Up  to  3 hours  of  Video 

MPEG4 

(for  typical  use  - without  Flash  Light) 

Simple  Profile 
Programmable  Frame  Rate 

JPEG  Images  Mode 

Frame  Rate:  1 - 3fps* 

Image  Size:  UXGA,  XGA,  VGA,  QVGA,  QQVGA 

Memory  Card 

MJPEG  Video  Mode 

Secure  Digital  (SD)  Falsh  Card 

Frame  Rate:  1 - 30fps 

Size:  1 GByte* 

Image  Size:  VGA,  QVGA,  QQVGA 

Type  SanDisk  Extreme  III 
*The  current  market  availability 


Battery  Supervision 

Flash/lllumination 

Automatic  reporting  of  low  battery  status 

Flash/illumination  Dry  Contact  Control  Pin 
(High  Brightness  LED)  - GP  I/O 

Size  (Internal  Circuit) 

Additional  Features 

43  x 34  x 15mm 

Status  Indicators  LED  (with  override  option): 

- Power 

- Mode 

- Capturing 

Future  Option:  Vibration  Motor 

Size  (With  Enclosure) 

Environmental  Conditions 

58  x 43  x 29mm 

Relative  Humidity:  0 to  85%,  non  condensing 

Weight  (With  Enclosure) 

Operating  Temperature:  -10  to  60°C 

62gr  EMC:  upon  FCC  Part  15B  recommendations 


Enclosure  Design  Vibration:  up  to  5g  RMS 

Material:  High-impact  ABS  94/VO  plastic 
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